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Message Text 

UNCLASSIFIED 

PAGE 01 TEHRAN 03130 121034Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

121036Z 034278/17 

R 120943Z APR 77 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2012 

UNCLAS TEHRAN 3130 

E.O.l 1652: N/A 
TAGS: BBSR, IR 

SUBJ: ADS REQUEST: ENDEVCO-MACHINERY HEALTH MONITORING 
SAN JUAN CAPISTRANO CA 92675 

REF: STATE A-5078 

THE FOLLOWING FIRMS EXPRESSED INTEREST IN REPRESENTING ENDEVCO 
PRODUCTS WHEN CONTACTED. 

1. BESSEL CO. 

12 SHAGHAGHI AVENUE, VALIAHD SQUARE, TEHRAN, IRAN 
CONTACT: MR. MIKE ENTEZARI, MANAGING DIRECTOR 
PHONE: 641525 P.O. BOX 14-1497 

COMMENT: BESSEL IMPORTS, WHOLESALES AND PROVIDES ENGINEERING 
SERVICES OF ELECTRONIC EQUIPMENT. MR. ENTEZARI IS 
INTERESTED IN FURTHER CONTACTS WITH ENDEVCO. 

2. BARMAN BROTHERS CO. 

558 FERDOWSI AVENUE, TEHRAN 

CONTACT: MR. SHAHROKH BARMAN, MANAGING DIRECTOR 
PHONE: 319141 CABLE: BARMAN 

COMMENT: FIRM IS LEADING IMPORTER AND MANUFACTURER OF GUAGES 
AND EXPRESSED INTEREST IN CORRESPONDING WITH ENDEVCO. 

3. MULTI ELECTRONS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TEHRAN 03130 121034Z 

53 PALIZI AVENUE, FARAH SHOMALI AVENUE, TEHRAN, IRAN 
CONTACT: ENG. KARAMAT AGHABALA, MANAGING DIRECTOR 
PHONE: 238310 CABLE: 3121 P.O. BOX: 12/1642 
MIKLOS 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 12-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TEHRAN03130 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 26-0459 
Format: TEL 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770464/aaaacdnu.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0c6e35a6-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE A-5078 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2827588 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST: ENDEVCO-MACHINERY HEALTH MONITORING SAN JUAN CAPISTRANO CA 92675 
TAGS: BBSR, IR 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/0c6e35a6-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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